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CONFIDENTIAL HONG KONG 9055 

E.O. 11652: GDS 
TAGS: ASEC 

SUBJECT: CCC VAULT DOOR INSTALLATION - AMEMBASSY SEOUL 

REF: HONG KONG 7721 ; TOKYO 11603; SEOUL 5958 (NOTAL) 

THERE HAS BEEN NO DECISION ON INSTALLATION OF VAULT DOOR IN SEOUL. 
EVEN IF DEPARTMENT EVENTUALLY MAKES AFFIRMATIVE DECISION, 
INSTALLATION COULD BE DEFERRED UNTIL FAVORABLE WEATHER CONDITIONS 
IN 1977. 
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